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2X (RBEM632V 6012138 2X CRBEM632V6012125 


NOTE: 
REF. AIRBUS T/N M632V 6009102. 


AEROSPACE 


Description Material B/O INFORMATION OR SPECIFICATIONS ; TEM GB ACCESSORY BLANKS KIT 


DWG NO. REV 
N RBEMIDVEONS RBEM632V6009 102 
HYDRAULIC PUMP BLANK RBEM632V6012 MATL UNLESS OTHERWISE SPECIFIED 
ALTERNATOR BLANK RBEM632V6012 TEA DIMENSIONS ARE IN INCHES 


REA -XXX + .005 FRACTIONS + 1/8 
UNDOG CLUTCH BLANK RBEM632V6009 XX Ł 01 ANGLES £.5° 
2 1. BREAK ALL SHARP EDGES 
.015 x 45° OR .015R 
FAN BLANK RBEM632V6012 
AFTER PLATING 
COMPRESSOR BLANK RBEM632V6012 : 3. INTERPRET DIM AND TOL PER 
3 LINDSAY USED ON MODEL 
o 


xX E1 SURFACES =123/ 
LUBRICATION PUMP BLANK RBEM632V60 
2. DIMENSIONAL LIMITS APPLY 
ASME Y14.5M-2009 
BACKWARD INPUT BLANK RBEM632V60 
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